SPEED DISTANCE, CURRENT AND POWER CURVES

values of energy vary over so wide a range illustrates the marked
effects which may be attributed to local conditions and em-
phasizes the necessity of a complete and detailed study of each
proposed road before accurate estimates can be made of its cost
of construction or dependable conclusions drawn regarding the
advisability of its installation.

In Table X will be found results of actual tests upon cars and
locomotive propelled trains for various types of service.

